From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Nelson, Sheila (DPH) 

Wednesday, March 18, 2009 3:52 PM 
Zanolli, Janice (DPH) 

Boyd, Rozelta (DPH) 

FW: STI result info sheet 

RESULT CALL BACK SHEET[l].doc completed.doc 


Updated call-back sheet for BayState/Brightwood. 

Let me know if you have any questions - 
Sheila 

Sheila Hart Nelson 
Women's Health Coordinator 

Division of STD Prevention, MA Dept, of Public Health Assistant Coordinator, Ask/Screen/Intervene Ratelle STD/HIV 

Prevention Training Center of New England 

305 South Street, Rm. 560 

Jamaica Plain, MA 02130 

(617) 983-6961 (phone) 

(617) 983-6962 (fax) 

-Original Message- 

From: Clinton, Lisa [ mailto:Lisa.Clinton(5)bavstatehealth.org 1 
Sent: Monday, March 16, 2009 3:59 PM 
To: Nelson, Sheila (DPH) 

Cc: Robillard, Margaret 
Subject: RE: STI result info sheet 

Hi Sheila, 

It was great speaking with you as well. I have attached the completed contact form. You will find that there are two 
numbers listed for contacts in each section. This is in the event that an individual is out of the office due to illness, 
vacation, etc. The Brightwood numbers will be your primary contact. 

My contact info is listed below. Let me know if you have any questions regarding the info that I have provided on the STI 
info sheet. Thanks! 

Lisa Clinton 

Program Coordinator HIV/AIDS Counseling 
Baystate Health Systems 
50 Maple Street. Rm. 130 
(413) 794-6657 phone 
(413) 794-6655 fax 

Email: Lisa.Clinton@bavstatehealth.org<mailto:Lisa.Clinton@bavstatehealth.org > 


From: Nelson, Sheila (DPH) [Sheila.Nelson@state.ma.us] 
Sent: Monday, March 16, 2009 3:20 PM 
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To: Clinton, Lisa 

Subject: STI result info sheet 

Hi Lisa - 

It was great to talk to you! As I said, don't hesitate to call if you have any questions. 

Sheila 

Sheila Hart Nelson 
Women's Health Coordinator 

Division of STD Prevention, MA Dept, of Public Health Assistant Coordinator, Ask/Screen/Intervene Ratelle STD/HIV 

Prevention Training Center of New England 

305 South Street, Rm. 560 

Jamaica Plain, MA 02130 

(617) 983-6961 (phone) 

(617) 983-6962 (fax) 


CONFIDENTIALITY NOTICE: This email communication and any attachments may contain confidential and privileged 
information for the use of the designated recipients named above. If you are not the intended recipient, you are hereby 
notified that you have received this communication in error and that any review, disclosure, dissemination, distribution 
or copying of it or its contents is prohibited. If you have received this communication in error, please reply to the sender 
immediately or by telephone at (413) 794-0000 and destroy all copies of this communication and any attachments. For 
further information regarding Baystate Health's privacy policy, please visit our Internet web site at 
http://www.bavstatehealth.com . 
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